DEFINITIONS,
9. What is the angular unit ?
Ans. The angle subtended at the centre of the unit
circle by an arc, whose length, if straightened,
would be equal to the unit of linear measure.
10. What is the circular measure of any angle equal to ?
Ans. The length of the unit circle by which it is sub-
tended.
ir. If the circle be not a unit circle, what is the circular
measure expressed by?
Ans. The ratio of the length of its subtended arc to
the radius of the circle.
12.  What does the Greek letter IT denote in Trigonometry ?
Ans. The ratio of the circumference of a circle to its
diameter.
13.  What is the numerical value of v ?
Ans. 3.1415926 . . .
14.  What is meant by saying ir is incommensurable ?
Ans. That it cannot be expressed as the ratio of any
two whole numbers.
15.  What special angle does - denote ?
Ans. A right angle. The meaning is, that - angular
units is equal to a right angle,
16.  In what measurement of angles is ir always used ?
Ans. In circular measure.